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|-- Algebra & Trigonometry
|   `-- Cameron - Introduction to Algebra 2e [modern,theory] (Oxford, 2008).pdf
|-- Biology
|   |-- Aging of the Genome - The Dual Role of DNA in Life and Death - J. Vijg (Oxford, 2007) WW.pdf
|   |-- Biochemistry
|   |   |-- Biochemistry of Lipids, Lipoproteins and Membranes 4th ed - D. Vance, J. Vance (Elsevier, 2002) WW.pdf
|   |   |-- Bioorganic Chemistry of Biological Signal Transduction - H. Waldmann (Springer, 2000) WW.pdf
|   |   |-- Carbohydrates - The Sweet Molecules of Life - R. Stick WW.pdf
|   |   |-- Champe - Lippincott Illustrated Reviews - Biochemstry 3e (2005).djvu
|   |   |-- Lipid Biochemistry - An Introduction 5th ed - M. Gurr, J. Harwood, K. Frayn (Blackwell, 2002) WW.pdf
|   |   `-- Vitamins - Their Role in the Human Body - G. Ball (Blackwell, 2004) WW.pdf
|   |-- Bones and Muscles - An Illustrated Anatomy - V. Cantarella (1999) WW.pdf
|   |-- Campbell - Biology 7e HQ [ocr,fixed,deskew,index] (Pearson, 2005).pdf
|   |-- Disease
|   |   |-- Holmes - Sexually Transmitted Diseases 4e (McGraw, 2008).chm
|   |   |-- Lerner - Infectious Diseases in Context [volumes 1,2] (Thomson, 2008).pdf
|   |   |-- Rothman - Modern Epidemiology 3e (Lippincott, 2008).chm
|   |   `-- Tropical Infectious Diseases 2nd ed - R. Guerrant, et al., (2005) WW.pdf
|   |-- Essentials of Anatomy and Physiology 5th ed - V. Scanlon, T. Sanders (FA Davis, 2007) WW.pdf
|   |-- Evolutionary Biology - From Concept to Application - P. Pontarotti (Springer, 2008) WW.pdf
|   |-- Explaining Human Origins - Myth, Imagination, and Conjecture - W. Stoczkowski (Cambridge, 2002) WW.pdf
|   |-- Genetics and Molecular Biology 2nd ed - R. Schleif (1993) WW.pdf
|   |-- Gillott - Entomology 3e (Springer, 2005).pdf
|   |-- Hearing - Anatomy, Physiology and Disorders of the Auditory System 2nd ed - A. Moller (AP, 2006) WW.pdf
|   |-- Hickman - Animal Diversity 3e (McGraw, 2002).pdf
|   |-- Jervis - Insects as Natural Enemies - A Practical Perspective (Springer, 2005).pdf
|   |-- Lewis - Human Genetics - Concepts and Applications 5e (McGraw, 2003).pdf
|   |-- Making Sense of Sex - How Genes and Gender Influence our Relationships - D. Barash, J. Lipton (1997) WW.pdf
|   |-- Medicine
|   |   |-- Hart - Gynaecology Illustrated (Harcourt, 2000).pdf
|   |   |-- Master Dentistry - Vol 1 - P. Coulthard, et al., (Elsevier, 2003) WW.pdf
|   |   |-- Master Dentistry - Vol 2 - P. Heasman (Elsevier, 2003) WW.pdf
|   |   |-- Morgan - Obstetrics and Gynecology 5e [National Medical Series] (2004).djvu
|   |   |-- Obstetrics Illustrated 6th ed. - K. Hanretty (Elsevier, 2003) WW.pdf
|   |   |-- Physical Medicine and Rehabilitation - Principles and Practice 4th ed [2 vols] - J. Delisa, et al., (Lippincott, 2004) WW.chm
|   |   |-- Stuart - Organ Transplantation 2e (Landes, 2003).pdf
|   |   |-- Williams Gynecology (McGraw, 2008).chm
|   |   `-- Women's Health 5th ed - D. Waller, A. mcPherson (Oxford, 2003) WW.chm
|   |-- Molecular Biology
|   |   |-- Analytical Molecular Biology - T. Wu (Kluwer, 2001) WW.pdf
|   |   |-- Anderson - Microorganisms and Bioterrorism (Springer, 2006).pdf
|   |   |-- Bacteriophages - Biology and Applns - E. Kutter, A. Sulakvelidze (CRC, 2005) WW.pdf
|   |   |-- Ehrlich - Geomicrobiology 4e (Dekker, 2001).pdf
|   |   |-- Encyclopedia of Hormones [3 vols] - H. Henry, et al., (2003) WW.pdf
|   |   |-- Endocrinology and Metabolism 4th ed - P. Felig, L. Frohman (McGraw-Hill, 2001) WW.chm
|   |   |-- Hollinger - Introduction to Pharmacology 2e (CRC, 2002).pdf
|   |   |-- Jawetz - Medical Microbiology 24e (McGraw, 2007).chm
|   |   |-- Keyser - Medical Microbiology (2005).pdf
|   |   |-- McEvoy - Molecular Basis of Medical Cell Biology (Lange, 1998).djvu
|   |   |-- Microbial Forensics - R. Breeze, B. Budowle, S. Schutzer (Elsevier, 2005) WW.pdf
|   |   |-- Microbiology - A Human Perspective 4th ed - E. Nester, et al., (McGraw-Hill, 2004) WW.pdf
|   |   |-- Moat - Microbial Physiology 4e (Wiley, 2002).pdf
|   |   |-- Mycek,Harvey - Pharmacology 2e (Lippincott, 2000).djvu
|   |   |-- Narins - World of Microbiology and Immunology [Vols 1,2] (Gale, 2003).pdf
|   |   |-- Paul - Fundamental Immunology 6e (Lippincott, 2008).chm
|   |   |-- Rapaka - Pharmacokinetics, Metabolism and Pharmaceutics of Drugs of Abuse (NIH, 1997).pdf
|   |   |-- Stockand - Ion Channels - Methods and Protocols [Methods in Molec Bio 337] (Humana, 2006).pdf
|   |   |-- Strohl - Lippincott Illustrated Reviews - Microbiology (2001).djvu
|   |   |-- The Biochemistry of Cell Signalling - E. Helmreich (Oxford, 2001) WW.djvu
|   |   `-- The Prokaryotes - A Handbook on the Biology of Bacteria 3e
|   |       |-- The Prokaryotes - A Handbook on the Biology of Bacteria 3rd ed [Vol 1] - M. Dworkin, et al., (Springer, 2006) WW.pdf
|   |       |-- The Prokaryotes - A Handbook on the Biology of Bacteria 3rd ed [Vol 2] - M. Dworkin, et al., (Springer, 2006) WW.pdf
|   |       |-- The Prokaryotes - A Handbook on the Biology of Bacteria 3rd ed [Vol 3] - M. Dworkin, et al., (Springer, 2006) WW.pdf
|   |       |-- The Prokaryotes - A Handbook on the Biology of Bacteria 3rd ed [Vol 4] - M. Dworkin, et al., (Springer, 2006) WW.pdf
|   |       |-- The Prokaryotes - A Handbook on the Biology of Bacteria 3rd ed [Vol 5] - M. Dworkin, et al., (Springer, 2006) WW.pdf
|   |       |-- The Prokaryotes - A Handbook on the Biology of Bacteria 3rd ed [Vol 6] - M. Dworkin, et al., (Springer, 2006) WW.pdf
|   |       `-- The Prokaryotes - A Handbook on the Biology of Bacteria 3rd ed [Vol 7] - M. Dworkin, et al., (Springer, 2006) WW.pdf
|   |-- Neuroscience
|   |   |-- Adolescent Psych. Development - Rationality, Morality and Identity 2nd ed - D. Moshman (LEA, 2005) WW.pdf
|   |   |-- Bontempi - Memories - Molecules and Circuits (Springer, 2007).pdf
|   |   |-- Braun - Buzz - The Science and Lore of Alcohol and Caffeine (Oxford, 1996).pdf
|   |   |-- Cognitive Systems - Information Processing Meets Brain Science - R. Morris, et al., (Elsevier, 2006) WW.pdf
|   |   |-- DiPiro - Pharmacotherapy - A Pathophysiologic Approach 6e (McGraw, 2005).pdf
|   |   |-- Dowling - The Great Brain Debate - Nature or Nurture (JHP, 2004).pdf
|   |   |-- Electroencephalography 5th ed - E. Niedermeyer, F. da Silva (Lippincott, 2005) WW.chm
|   |   |-- Feelings - The Perception of Self - J. Laird (Oxford, 2007) WW.pdf
|   |   |-- Fundamental Neuroscience for Basic and Clinical Applns - D. Haines, et al., (Elsevier, 2007) WW.chm
|   |   |-- Gazzaniga - The New Cognitive Neurosciences 2e (MIT, 2000).pdf
|   |   |-- Hardwired Behavior - What Neuroscience Reveals About Morality - L. Tancredi (Cambridge, 2005) WW.pdf
|   |   |-- Hell,Ehlers - Structural and Functional Organization of the Synapse [neuroscience] (Springer, 2008).pdf
|   |   |-- Jacobson - Neuroanatomy for the Neuroscientist (Springer, 2008).pdf
|   |   |-- Janicak - Principles and Practice of Psychopharmacotherapy 4e (Lippincott, 2006).chm
|   |   |-- Kranzler - Clinical Manual of Addiction Psychopharmacology (APP, 2005).pdf
|   |   |-- Lowinson - Substance Abuse - A Comprehensivew Textbook 4e [drugs] (Lippincott, 2005).chm
|   |   |-- Molecular Biology of the Neuron 2nd ed - R. Davies, B. Morris (Oxford, 2004) WW.pdf
|   |   |-- Molecular Neuroscience - P. Revest, A. Longstaff (Bios, 1998) WW.djvu
|   |   |-- Mumenthaler - Neurology 4e rev (Thieme, 2004).pdf
|   |   |-- Neuroscience of Psychoactive Substance Use and Dependence (WHO, 2004) WW.pdf
|   |   |-- Pharmacotherapy Handbook 6th ed - B. Wells, et al., (McGraw-Hill, 2006) WW.chm
|   |   |-- Psychoanalysis and Neuroscience - M. Mancia (Springer, 2006) WW.pdf
|   |   |-- Rao - Developmental Neurobiology 4e (Kluwer, 2005).pdf
|   |   |-- Riedel,Platt - From Messengers to Molecules - Memories Are Made of These [neurotransmitters,neuroscience,drugs] (Kluwer, 2004).pdf
|   |   |-- The Emerging Physics of Consciousness - J. Tuszynski (Springer, 2006) WW.pdf
|   |   |-- The Human Hippocampus 3rd ed - H. Duvernoy (Springer, 2005) WW.pdf
|   |   |-- The Parallel Brain - Cognitive Neuroscience of the Corpus Callosum - E. Zaidel, M. Iacoboni (MIT, 2003) WW.pdf
|   |   |-- The Physiological Bases of Cognitive and Behavioral Disorders - L. Weyandt (LEA, 2006) WW.pdf
|   |   |-- Theories of Personality 6th ed - J. Feist, G. Feist (McGraw-Hill, 2006) WW.pdf
|   |   |-- Understanding Marijuana - A New Look at the Scientific Evidence - M. Earleywine (Oxford, 2002) WW.chm
|   |   `-- Visual Development 2nd ed - N. Daw (Springer, 2006) WW.pdf
|   |-- Plants and Mushrooms
|   |   |-- Pietropaolo - Carnivorous Plants of the World [bw, poor scan] (Timber, 1986).pdf
|   |   |-- Stamets - Growing Gourmet and Medicinal Mushrooms (1993).pdf
|   |   `-- World Spice Plants - Economic Usage, Botany and Taxonomy - J. Seidemann (Springer, 2005) WW.pdf
|   |-- Pocock - Human Physiology - Basis of Medicine 3e (Oxford, 2006).chm
|   |-- Respiratory Physiology - The Essentials 7th ed - J. West (Lippincott, 2004) WW.pdf
|   |-- Robinson - Genetics for Dummies (Wiley, 2005).pdf
|   |-- Ross and Wilson - Anatomy and Physiology in Health and Illness 9th ed - A. Waugh, A. Grant (Elsevier, 2001) WW.pdf
|   |-- The Basics of Biology - C. Stone (Greenwood, 2004) WW.pdf
|   |-- The Human Genome - A User's Guide 2nd ed - J. Richards, R. Hawley (Elsevier, 2005) WW.pdf
|   |-- The Hunt for the Dawn Monkey - Unearthing The Origins of Monkeys Apes and Humans - C. Beard (2004) WW.pdf
|   |-- The Skeleton - E. Massaro, J. Rogers (Humana, 2004) WW.pdf
|   |-- Toezeren - Human Body Dynamics - Classical Mechanics and Human Movement (Springer, 2000).pdf
|   |-- Your Body - How It Works [biology,physiology,anatomy] (CHP, 2004)
|   |   |-- Your Body - How It Works  - Cells, Tissues and Skin (CHP, 2003).pdf
|   |   |-- Your Body - How It Works  - Digestion and Nutrition (CHP, 2003).pdf
|   |   |-- Your Body - How It Works  - Human Development (CHP, 2004).pdf
|   |   |-- Your Body - How It Works  - The Circulatory System  (CHP, 2004).pdf
|   |   |-- Your Body - How It Works  - The Endocryne System  (CHP, 2004).pdf
|   |   |-- Your Body - How It Works  - The Nervous System  (CHP, 2004).pdf
|   |   |-- Your Body - How It Works  - The Reproductive System  (CHP, 2004).pdf
|   |   |-- Your Body - How It Works  - The Respiratory System  (CHP, 2004).pdf
|   |   `-- Your Body - How It Works  - The Skeletal and Muscular Systems (CHP, 2004).pdf
|   `-- Yudell - The Genomic Revolution - Unveiling the Unity of Life (JHP, 2002).pdf
|-- Calculus
|   |-- Advanced Calculus
|   |   |-- Schiff - The Laplace Transform - Theory and Applications (Springer, 1999).pdf
|   |   `-- Stein - Fourier Analysis - An Introduction (Princeton, 2003).djvu
|   `-- Differential Equations
|       |-- Blanchard - Differential Equations 3e BW (Thomson, 2006).djvu
|       |-- Blanchard - Differential Equations 3e BW (Thomson, 2006).pdf
|       `-- Blanchard - Differential Equations 3e CDROM ISO [Win,OSX,Linux].iso
|-- Chemistry
|   |-- Analytical Chemistry
|   |   |-- Chromatographic Analysis of Pharmaceuticals 2nd ed - J. Adamovics (Marcel Dekker, 1997) WW.pdf
|   |   |-- Clarke's Analysis of Drugs and Poisons 3e (Pharma, 2007).chm
|   |   |-- Kenkel - Analytical Chemistry for Technicians 3e (CRC, 2003).pdf
|   |   `-- Worsfold - Encyclopedia of Analytical Science 2e [10 volumes, analytical chemistry] (AP, 2004).pdf
|   |-- Gillespie - Chemical Bonding and Molecular Geometry - From Lewis to Electron Densities (Oxford, 2001).pdf
|   |-- Greenberg - Art in Chemistry, Chemistry in Art 2e [colors] (IIP, 2008).pdf
|   |-- Myers - The 100 Most Important Chemical Compounds - A Reference Guide (Greenwood, 2007).pdf
|   `-- Organic Chemistry
|       |-- Mannhold - Molecular Drug Properties - Measurement and Prediction (Wiley, 2007).pdf
|       `-- Vardanyan - Synthesis of Essential Drugs (Elsevier, 2006).pdf
|-- Computer Science
|   |-- Cranor - Security and Usability - Designing Secure Systems that People Can Use (OReilly, 2005).chm
|   |-- Cryptography
|   |   `-- Tilborg - Encyclopedia of Cryptography and Security (Springer, 2005).pdf
|   |-- Databases and SQL
|   |   |-- Riordan - Designing Effective Database Systems (AW, 2005).chm
|   |   `-- Stephens - Teach Yourself SQL in 24 Hours 4e (Sams, 2008).pdf
|   |-- Discrete Mathematics
|   |   |-- Devlin - The Joy of Sets - Fundamentals of Contemporary Set Theory 2e (Springer, 1993).pdf
|   |   |-- Luenberger - Linear and Nonlinear Programming 3e (Springer, 2008).pdf
|   |   |-- Matousek - Invitation to Discrete Mathematics (Oxford, 1998).pdf
|   |   `-- Schuh - Master Book of Mathematical Puzzles and Recreations (Dover, 1968).pdf
|   |-- Galitz - Essential Guide to User Interface Design 3e [GUI] (Wiley, 2007).pdf
|   |-- Gunderloy - Developer to Designer - GUI Design for the Busy Developer (Sybex, 2005).pdf
|   |-- Linux and UNIX
|   |   |-- Blum - Linux Command Line and Shell Scripting Bible (Wiley, 2008).pdf
|   |   |-- Dandamudi - Guide To Assembly Language Programming In Linux (Springer, 2005).pdf
|   |   |-- Krafft - The Debian System - Concepts and Techniques (No Starch, 2005).pdf
|   |   |-- Love - Linux Kernel Development 2e (Sams, 2005).chm
|   |   |-- Schwarz - Multitool Linux - Practical Uses for Open Source Software (AW, 2002).chm
|   |   |-- Smith - Linux Appliance Design - A Hands-On Guide to Building Linux Appliances (No Starch, 2007).pdf
|   |   `-- Ward - How Linux Works - What Every Super-User Should Know (No Starch, 2004).chm
|   |-- Meigs - Ultimate Game Design - Building Game Worlds (McGraw, 2003).pdf
|   |-- Networks
|   |   `-- Vieler - Professional Rootkits [for Windows] (Wrox, 2007).chm
|   |-- Operating Systems
|   |   |-- Hammersley - Professional VMware Server (Wrox, 2007).pdf
|   |   `-- Muller - Virtualization With VMware ESX Server (Syngress, 2005).chm
|   |-- Programming Languages
|   |   |-- Barr - Find The Bug - A Book Of Incorrect Programs (AW, 2004).chm
|   |   |-- C, C++, C Sharp
|   |   |   |-- Becker - The C++ Standard Library Extensions (AW, 2006).chm
|   |   |   |-- C Sharp Complete (Sybex, 2003).chm
|   |   |   |-- C Sharp Language Specification ECMA-334 - 4th Edition (2006).pdf
|   |   |   |-- Cogswell - C++ Cookbook (O'Reilly, 2005).chm
|   |   |   |-- Davis - C++ for Dummies 5e (Wiley, 2004).pdf
|   |   |   |-- Deitel - C++ - How To Program 5e (Prentice, 2005).chm
|   |   |   |-- Dewhurst - C++ Gotchas (AW, 2002).chm
|   |   |   |-- Foxall - Teach Yourself Visual C Sharp in 24 Hours (Sams, 2008).pdf
|   |   |   |-- Hilyard - C Sharp 3.0 Cookbook 3e (O'Reilly, 2008).pdf
|   |   |   |-- McMillan - Data Structures and Algorithms Using C Sharp (Cambridge, 2007).pdf
|   |   |   |-- Meyers - Effective C++ 2e and More Effective C++.chm
|   |   |   |-- Meyers - Effective C++ 3e (AW, 2005).chm
|   |   |   |-- Meyers - Effective STL [C++ standard library] (AW, 2001).pdf
|   |   |   |-- Nagel - Professional C Sharp 2005 with dotNET 3.0 (Wrox, 2007).chm
|   |   |   |-- Nash - Accelerated C Sharp 2008 (Apress, 2007).pdf
|   |   |   |-- Purdum - Beginning C Sharp 3.0 - Introduction to Object Oriented Programming (Wrox, 2008).pdf
|   |   |   |-- Scheinerman - C++ for Mathematicians - Introduction for Students and Professionals (Chapman, 2006).pdf
|   |   |   |-- Schildt - C Sharp 2.0 - The Complete Reference 2e (McGraw, 2006).chm
|   |   |   |-- Schildt - C and C++ Programmer's Reference 3e (McGraw, 2003).chm
|   |   |   |-- Sells - Windows Forms 2.0 Programming (AW, 2006).chm
|   |   |   |-- Smiley - Learn to Program with C++ (McGraw, 2003).pdf
|   |   |   |-- Vandevoorde - C++ Templates - The Complete Guide (AW, 2002).chm
|   |   |   |-- Wagner - Effective C Sharp - 50 Specific Ways To Improve Your C Sharp (AW, 2004).chm
|   |   |   `-- Watson - Beginning Microsoft Visual C Sharp (Wrox, 2008).pdf
|   |   |-- HTML, CSS, Javascript, Ajax
|   |   |   |-- Robbins - Web Design in a Nutshell 3e (O'Reilly, 2006).chm
|   |   |   `-- Schmitt - Adapting to Web Standards - CSS and Ajax for Big Sites (New Riders, 2007).pdf
|   |   |-- Java
|   |   |   |-- Bloch - Effective Java 2e (Prentice, 2008).pdf
|   |   |   |-- Bond - Teach Yourself J2EE in 21 Days [Java] (Sams, 2002).pdf
|   |   |   |-- Cadenhead - Teach Yourself Java 6 in 21 Days (Sams, 2007).pdf
|   |   |   |-- Cavaness - Programming Jakarta Struts  2e (O'Reilly, 2004).chm
|   |   |   |-- Doray - Beginning Apache Struts - From Novice to Pro (Apress, 2006).pdf
|   |   |   |-- Haase - Filthy Rich Clients - Developing Animated and Graphical Effects for Desktop Java (Sun, 2008).pdf
|   |   |   |-- Hamer - Creating Mobile Games [J2ME,MIDP,Java] (Apress, 2007).pdf
|   |   |   |-- Holmes - Struts - The Complete Reference 2e (McGraw, 2007).chm
|   |   |   |-- Keogh - J2ME - The Complete Reference [Java] (McGraw, 2003).pdf
|   |   |   |-- Knudsen - Wireless Java - Developing with J2ME 2e (Apress, 2003).chm
|   |   |   |-- Li - Beginning J2ME - From Novice to Pro 3e [Java] (Apress, 2005).pdf
|   |   |   |-- Morrison - Teach Yourself Wireless Java with J2ME in 21 Days (Sams, 2001).pdf
|   |   |   |-- Neward - Effective Enterprise Java [J2EE] (AW, 2004).chm
|   |   |   |-- Schildt - Java 2 - The Complete Reference 5e (McGraw, 2002).pdf
|   |   |   |-- Wells - Java J2ME Game Programming (Premier, 2004).chm
|   |   |   `-- Yuan - Enterprise J2ME - Developing Mobile Java Applications (Prentice, 2003).chm
|   |   |-- PHP
|   |   |   |-- Gheorghe - Smarty PHP Template Programming and Applications (Packt, 2006).pdf
|   |   |   |-- Graf - Building Websites with Joomla 1.5 [PHP CMS] (Packt, 2008).pdf
|   |   |   |-- Mercer - Beginning PHP 5 (Wrox, 2004).chm
|   |   |   |-- Rahmel - Professional Joomla [PHP CMS] (Wrox, 2007).pdf
|   |   |   |-- Silver - Joomla Template Design [PHP CMS] (Packt, 2007).pdf
|   |   |   `-- Ullman - PHP 5 Advanced (Peachpit, 2007).pdf
|   |   `-- Visual Basic and ASP
|   |       |-- Payne - Teach Yourself ASP.NET in 21 Days (Sams, 2002).chm
|   |       `-- Powers - Microsoft Visual Studio 2008 Unleashed (Sams, 2008).pdf
|   |-- Sammes - Forensic Computing - A Practioners Guide 2e (Springer, 2007).pdf
|   |-- Sayood - Introduction to Data Compression 3e (Morgan, 2006).pdf
|   `-- Walker - Primer on Wavelets and Their Scientific Applications 2e (Taylor, 2008).pdf
|-- Economics
|   `-- Obstfeld - Foundations of International Macroeconomics (MIT, 1996).pdf
|-- Electronics
|   |-- Appin - Robotics (Infinity, 2007).pdf
|   |-- Bartlett - Cable Communications Technology (McGraw, 2005).pdf
|   |-- Boylestad - Introductory Circuit Analysis 10e (Prentice, 2002).pdf
|   |-- Floyd - Fundamentals of Analog Circuits 2e BW (Prentice, 2007).pdf
|   `-- Maini - Digital Electronics - Principles, Devices and Applications [messy] (Wiley, 2007).pdf
|-- Forensic Science
|   `-- Houck - Forensic Science - Modern Methods of Solving Crime (Praeger, 2007).pdf
|-- Geology
|   `-- Holton - Introduction to Dynamic Meteorology 4e (Elsevier, 2004).pdf
|-- History and Philosophy of Science
|   |-- Applebaum - Encyclopedia of the Scientific Revolution - From Copernicus to Newton (Garland, 2000).pdf
|   |-- Darrigol - Electrodynamics from Ampere to Einstein (Oxford, 2002).pdf
|   `-- Dugas - A History of Mechanics (Routledge, 1955).pdf
|-- Physics
|   |-- Bedford,Fowler - Dynamics - Engineering Mechanics SI (AW, 1996).pdf
|   |-- Diffraction Physics 3rd ed - J. Cowley (Elsevier, 1995) WW.pdf
|   |-- Dugdale - Entropy and Its Physical Interpretation (Taylor, 1996).pdf
|   |-- Elmore - Physics of Waves (McGraw, 1969).pdf
|   |-- Graebel - Advanced Fluid Mechanics (AP, 2007).pdf
|   |-- Janssens - Computational Materials Engineering (Elsevier, 2007).pdf
|   |-- Langmead - Encyclopedia of Architectural and Engineering Feats (2001).chm
|   |-- Lanzani - Photophysics of Molecular Materials - From Single Molecules to Single Crystals (Wiley, 2006).pdf
|   |-- Morin - Introduction to Classical Mechanics with Problems and Solutions (2004).pdf
|   |-- Povh - Particles and Nuclei - Introduction to the Physical Concepts 5e (Springer, 2006).pdf
|   `-- Young - University Physics with Modern Physics 12e - SOLUTIONS.pdf
|-- Psychology
|   `-- Wittig - Introduction to Psychology - Theory and Problems 2e (Schaum Outline, 2001).pdf
|-- Schlager - How Products Are Made
|   |-- Schlager - How Products Are Made - An Illustrated Guide to Product Manufacturing Vol. 1.pdf
|   |-- Schlager - How Products Are Made - An Illustrated Guide to Product Manufacturing Vol. 2.pdf
|   |-- Schlager - How Products Are Made - An Illustrated Guide to Product Manufacturing Vol. 3.pdf
|   |-- Schlager - How Products Are Made - An Illustrated Guide to Product Manufacturing Vol. 4.pdf
|   |-- Schlager - How Products Are Made - An Illustrated Guide to Product Manufacturing Vol. 5.pdf
|   |-- Schlager - How Products Are Made - An Illustrated Guide to Product Manufacturing Vol. 6.pdf
|   `-- Schlager - How Products Are Made - An Illustrated Guide to Product Manufacturing Vol. 7.pdf
|-- Social
|   |-- Donaldson - Negotiating for Dummies 2e [fixed, mp 261] (Wiley, 2007).pdf
|   `-- Humphry - Final Exit 3e [suicide] (2002).pdf
`-- dvdlist.txt
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